ASAD ULLAH 

ELECTRICAL ENGINEER 
PhoneAVhatsApp: +92-301-6619355 
Email: asadullah428@hotmail.eom 

Resourceful leader with ability to manage a team, utilize available resources effectively and ensure 
workplace safety. 5 years of work experience in research, power sector and on-site testing and 
commissioning of electrical equipment according to international standards and codes. Skilled 
engineer with the history of working in research and development projects. Looking for better 
opportunity as a site engineer position in a company where I can better utilize my expertise. 


EXPERIENCE 

AUG 2019 - PRESENT 

SITE ENGINEER, ELCTRAXON ENGINEERING (PVT) LTD. 

• Supervision of solar based energy system installation 

• Electrical system designing of buildings according to international standards. 

• Supervision of on-site projects. 

• Testing of material and equipment. 

• Ensure SOPs, quality standards and safety regulations during work activities. 

FEB 2018 - JULY 2019 

DESIGN ENGINEER, (AS private service advisor) 

• Building electrical system design & consultancy. 

• Utilize CAD software to develop plans for new electrical distribution systems 
according to client requirement and international standards. 

• CAD designing of HV and LV electrical distribution system. 

• Testing of electrical cables, circuit breakers and lightning equipment, according to 
international standards. 

AUG 2016-FEB 2018 

RESEARCH ENGINEER, HEAVY MECHANICAL COMPLEX, TAXILA 

• Worked as a Research Engineer for upgradation of electrical distribution system. 

• HV and LV distribution network of underground cables and overhead lines. 

• Distribution side electrical protection design and upgradation. 

• Energy audit of HMC-II. 

• Installation of soft starters and speed controllers for milling, cutting and lathe 
machines. 

FEB 2016 - AUG 2016 

OPERATION ENGINEER, 425 MW COMBINED CYCLE POWER PLANT, 
NANDIPUR GUJRANWALA 

• Commissioning and testing of power plant grid equipment. 

• Documentation related to testing of equipment. 

• Worked with power plant schematic diagrams. 

• Hands on experience with single line diagram of grid. 


AUG 2015 - FEB 2016 

TRAINEE ENGINEER, 425 MW COMBINED CYCLE POWER PLANT, 
NANDIPUR GUJRANWALA 

• Read and interpret equipment manuals and work orders to perform required service. 

• Collate data of all faults, defects and failures and prepare monthly report. 

• Prepare schedules of maintenance, work orders and supervise work. 

• Seek input and feedback from seniors, peers, team members, and/or others to improve 
job performance. 


EDUCATION 

FEB 2019 

M.SC ELECTRICAL ENGINEERING, UNIVERSITY OF ENGINEERING AND 
TECHNOLOGY (UET), TAXILA 


Area of interest & researeh: Integration of Renewable Energy Sources in 

Microgrid 

JULY 2015 

B.SC ELECTRICAL ENGINEERING, UNIVERSITY OF ENGINEERING AND 
TECHNOLGY (UET), TAXILA 


RELATED 

COURSEWORK: 


SKILLS 


Electrical Workshop 

Engineering Drawing & CAD 

Basic Mechanical Engineering 

Power Transmission, Distribution and Utilization 

Renewable Energy Systems 

Engineering Economics 

Engineering Management 

Communication Skills 


• Auto-CAD (Electrical) 

• Project Bill of Quantity 

• Electrical Material/Equipment 
Testing and Report Writing 


Electrical Earthing of Buildings 
LV & HV Electrical System Design 
Building Electrical Protection Scheme 
Design 


SIMULATION SOFTWARE AND HARDWARE 


C/C-t-i- Programming Language 
MATLAB Script Coding and 
Simulink 

Atmel Studio IDE for Atmel 
Microcontrollers Programming 
Proteus Design Suite (Circuit Design, 
PCB schematic conversion and 
implementation) 

Auto-CAD 


• Arduino IDE for Arduino Boards 
Programming 

• Arduino-MATLAB Simulink (Real 
time and Stand-Alone Applications) 

• eTap ( Electrical Power System Analysis 
Software) 

• Circuit Wizard f Circuit and PCB Design) 

• NI Multi-Sim ( Circuit Simulation 
Software) 
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INTERNSHIP 


JUNE 2014 - JULY 2014 

INTERNEE ENGINEER, NATIONAL TRANSMISSION AND DESPATCH 
COMPANY 

• Learned about electric grid components and their protection and testing at 220 kV grid 
station. 

• Got introduction about hierarchical structure of a company. 

ACTIVITIES 

HOBBIES 

• Co-Founder and technical article writer on engineerexperiences.com (October 2015 to 
Present). 

• Jogging and tracking on trails. 


SOCIAL 

• Served as Executive Technical Head in Society of Innovative Electrical Professionals 
(SIEP) at University. 

• Supervised and organized technical events at University level 

• Hold membership of Pakistan Engineering Council (PEC) since 2015 as Registered 
Engineer. 

• Taught science subjects at secondary level in local school as community service. 
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